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ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 COME-OO /020 W 

016626 

R 201435Z MAR 75 
FM AMEMBASSY STOCKHOLM 
TO SECSTATE WASHDC 4205 

UNCLAS STOCKHOLM 1342 

E.O. 11652: NA 
TAGS: TECH, SW 

SUBJECT: U.S. ELECTRICAL STANDARD UL1015 

1. SWEDISH ENGINEERING FIRM REQUESTED EMBASSY ASSISTANCE TO 
OBTAIN "U.S. NORM UL 1015" FOR LOW VOLTAGE CABLE TO BE INSTALLED 
IN ASTRA PHARMACEUTICAL PLANT. REGULATIONS REQUIRE COMPARISON 
BETWEEN U.S. AND SWEDISH STANDARDS. 

2. PI .EASE QUOTE PERTINENT DETAILS FROM UL1015 BY TELEGRAM 

OR PROVIDE U.S. NAME AND TELEPHONE NUMBER FOR DIRECT CONTACT BY 
SWEDISH FIRM. 

STRAUSZ-HUPE 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: TECHNICAL ASSISTANCE, STANDARDS, ELECTRICAL INDUSTRY 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 20 MAR 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 
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